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ACTION OES-05 

INFO OCT-OI EUR-I2 ISO-00 ERDA-07 ERDE-00 NRC-07 /032 W 

I033I8 

R 18I448Z AUG75 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 2246 
INFO AMEMBASSY BONN 
AMEMBASSY LONDON 
AMCONSUL MARSEILLE 
USMISSION EC BRUSSELS 

UNCLAS PARIS 21 127 

DEPT EOR OES, PASS NRC 

E.O. 1 1652: N/A 
TAGS: OTRA, TECH, ER 

SUBJECT: VISIT OF ACRS MEMBERS TO LMFBR EACILITIES 
REE: STATE 189745 

1) MESSIAH INFORMED SCIATT OF FOLLOWING SCHEDULE AR- 
RANGED BY CEA: 

SEPT 22 A.M.:DISCUSSIONS ON NUCLEAR SAFETY AT MINISTRY 
OF INDUSTRY AND RESEARCH 
LUNCH AT CEA 

P.M.: DISCUSSIONS WITH VENDRYES, TECHNICATOME/NERSA ON 
FAST BREEDER DEVELOPMENT. 

SEPT 23 A.M.: LEAVE FOR MARSEILLES/MARIGNAN, WHERE CEA 
CAR WILL TAKE GROUP TO CADARACHE EOR VISIT TO RAPSODIE 
REACTOR AND THE CAPRI PROJECT. CAR WILL THEN TAKE 
GROUP TO MARCOULE REST HOUSE. 

SEPT 24: VISIT TO PHENIX AND DEPART WEDNESDAY EVENING 
FROM NIMES FOR PARIS. 

2) COMMENT: TECHNICATOME IS THE CEA'S SUBSIDIARY FOR 
CONSTRUCTING ADVANCED REACTORS. IT INCLUDES IN ITS 
MANAGEMENT BESIDES ZALESKI, REMY CARLE, CHIEF DESIGNER 
OF PHENIX AND SUPERPHENIX. 
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3) WE AWAIT CONFIRMATION OF SCHEDULE FROM THE CEA. 

4) ACTION REQUESTED: INEORM EMBASSY OF DATE 

GROUP PLANS TO ARRIVE IN PARIS SO HOTEL ARRANGEMENTS 
CAN BE MADE. 

GAMMON 

GAMMON 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR SAFEGUARDS, NUCLEAR REACTORS, CONSULTANTS, MEETINGS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 18 AUG 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975PARIS21 127 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750284-1110 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750843/aaaablwb.tel 

Line Count: 68 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 189745 
Review Action: RELEASED, APPROVED 
Review Authority: ellisoob 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 JAN 2003 by ReddocGW>; APPROVED <09 MAR 2004 by ellisoob> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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